PARTS LIST 


DESCRIPTION 
PART NUMBER 
QTY 
ITEM 


STRAIN RELIEF 
ES50280-1 
1 
1 


FLAT SEAL 
ES50280-2 
1 
2 


NUT 
ES50280-3 
1 
3 


1 


1 


2 


2 


3 


3 


4 


4 


A 
A 


B 
B 


C 
C 


D 
D 


APPROVALS 


DRAWING NUMBER 


DOCUMENT TITLE 


DATE 


ECO 


CONFIDENTIAL INFORMATION 
THE INFORMATION AND DATA CONTAINED HEREIN IS 
PROPRIETARY AND IS SUBMITTED IN CONFIDENCE; AND 
SHALL NOT BE DISCLOSED, USED OR DUPLICATED FOR 
ANY PURPOSE WHATSOEVER WITHOUT THE PRIOR 
WRITTEN PERMISSION OF PARAVION TECHNOLOGY, INC. 
THIRD ANGLE 
PROJECTION 


2019 PARAVION 
TECHNOLOGY, INC. 
PARAVION IS A 
TRADEMARK OF 
PARAVION 
TECHNOLOGY, INC. 
DO NOT SCALE DRAWING 
ES50280 
A 


SHEET 1 OF 1 


CMK 
11/13/19 


STRAIN RELIEF 


125 


REV 


CHECKED 


DRAWN 


APPROVED 


LS 


CMK 


UNLESS OTHERWISE SPECIFIED 
DRAWING INTERPRETED 
PER ASME Y14.100-2004 
DIMENSIONS INTERPRETED 
PER ASME Y14.5-2009 
DIMENSIONS IN INCHES 


2001 AIRWAY AVENUE 
FORT COLLINS, CO 80524 
www.paravion.com 


CAGE CODE 
3CMA0 
THREADS 
INTERNAL: CLASS 2B 
EXTERNAL: CLASS 2A 


SURFACE ROUGHNESS: 


.X .1 
.XX .01 
.XXX .005 
ANGLES 1 


REMOVE BURRS & BREAK EDGES 
0.005 TO 0.015 


11/13/19 


11/13/19 


REVISION HISTORY 


DATE 
REV 
ECO 
DESCRIPTION 
AUTHOR 
CHECKED 
APPROVED 


7/12/19 
A 
- 
INITIAL RELEASE 
CMK 
CMK 


1 


2 


3 


STRAIN RELIEF 


FLAT SEAL 


NUT 


EXAMPLE ASSEMBLY 
(COMPONENTS SOLD SEPARATELY) 


CLAMPING RANGE 
THREAD 


STRAIN RELIEFS 


DASH NO 
THREAD 
CLAMPING RANGE (mm) 
MATERIAL 
COLOR 
MFG 
MFG P/N 
FLAT SEAL (OPT) 
NUT (OPT) 


-1 
3/8" NPT 
2.8 - 8 
POLYAMIDE 6 
BLACK 
ALTECH 
5308920 
-2 
-3 


STRAIN RELIEF FLAT SEALS 


DASH NO 
CONNECTING THREAD 
OD (mm) 
ID (mm) 
THICKNESS (mm) 
MATERIAL 
COLOR 
MFG 
MFG P/N 


-2 
PG 11 / NPT 3/8 
23 
17.1 
1.2 
NEOPRENE 
BLACK 
ALTECH 
8113303 


OD 


ID 


THICKNESS 


STRAIN RELIEF NUTS 


DASH NO 
THREAD 
THICKNESS (mm) 
SW (mm) 
MATERIAL 
COLOR 
MFG 
MFG P/N 


-3 
NPT 3/8" 
5 
22 
POLYAMIDE 6, 25% GF 
BLACK 
ALTECH 
7211495 


APPROVED MANUFACTURERS: 


ALTECH CORPORATION 
35 ROYAL RD 
FLEMINGTON, NJ 08822 USA 
(908) 806-9400 


APPROVED VENDORS: 


ALLIED ELECTRONICS, INC. 
7151 JACK NEWELL BLVD. S. 
FORT WORTH, TEXAS 76118 U.S.A. 
+1 (877) 599-7320 


MOUSER ELECTRONICS 
1000 NORTH MAIN STREET 
MANSFIELD, TX 76063 USA 
(800) 346-6873 


THREAD 


THICKNESS 


SW 


RELEASE DATE 2023.05.30 - REF ECR 521 


